Message 

From: O'Brien, Elisabeth (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ELISABETH.O'BRIEN] 

Sent: 2/6/2012 2:50:15 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Julianne. Nassif] 

Subject: RE: Quincy sample 

Sounds good 


From: Nassif, Julianne (DPH) 

Sent: Monday, February 06, 2012 9:43 AM 
To: O'Brien, Elisabeth (DPH) 

Cc: Salemi, Charles (DPH) 

Subject: RE: Quincy sample 

Let’s have Peter do it start to finish and Della do the technical review. This must be their top priority. 


From: O'Brien, Elisabeth (DPH) 

Sent: Monday, February 06, 2012 9:38 AM 
To: Nassif, Julianne (DPH) 

Subject: RE: Quincy sample 

OK, Peter did the GC/MS originally. I'll have to think about who would be the best to be the primary chemist this time 
around. Or should Peter take it start to finish? 


From: Nassif, Julianne (DPH) 

Sent: Friday, February 03, 2012 4:44 PM 

To: O'Brien, Elisabeth (DPH); Salemi, Charles (DPH) 

Subject: Quincy sample 

Quincy Police will be resubmitting samples on Monday. This is of An nie’s that should be assigned to someon e 
else and expedited (really fast) for trial on 2/22/12. Commonwealth 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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